
Kindle Lab: menclose without notation

A test book from the DropKind Kindle Lab: https://dropkind.app/kindle-lab

What it checks

The same test with a bare menclose, no notation attribute. MathML makes long division the default, so this is how most tools write it by accident.

What you should see

	The font size does not change, as in the longdiv book.
	If it changes, your device treats a bare menclose differently from longdiv; please report it.


Report

Send the result, with your Kindle model, firmware (Settings, Device Options, Device Info) and how you sent the book, to https://dropkind.app/kindle-lab#report. A failure is as useful as a pass.


The formula

One inline formula: a+b, nothing else in the book uses MathML.

This paragraph is here so that you can see the text reflow. Open the Aa menu and make the font two steps larger. In a normal book the lines get shorter, the words wrap again and this paragraph grows longer on the page.

In a fixed-layout page nothing moves: the Aa menu has no font size, or the size changes and the page only zooms, like a PDF. That is the failure this kit looks for.
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